A Prophecy Which Came True
She asked him to add up the figures of the current year, 1849
to 1849 as follows :
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making 1871 and told him that on that date he would be
crowned German Emperor. Adding it up again the result
was 1888. She told him that he would die that year and
that his son would also die of hunger a short while afterwards.
Finally making him do it again on to the latter figure 1888,
this came to 1913 and that this year would see the end of the
German Empire.

I confess I see things are going so badly in this country I
am tempted to believe that the last prophecy will be realised
like both the previous ones.

Last evening I saw some people who appeared to me to
be upset about what will happen in the House of Commons
in England next Monday and the statement of the Secretary
of State for Foreign Affairs.

Berlin, yd December, 1911,

I have read Sir Edward Grey's speech and I found it firm
and circumspect. He made it clear from the evidence that
Kiderlen had not spoken the truth in his historical account
he gave to the Reichstag committee when he assured them
that the British Government had put no questions either
through their Ambassador or through the German Ambas-
sador in London between the ist and 2ist July. This story
reminds one of the famous Ems telegram where the truth
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